New addressK: 

$2 2599 Le Conte Ave. 

Berkeley, CA 94709 
(Phone unchanged) 

Dear Harold: (via JL, with cc for JL) July 9, 1975 

I have received your letters of 6/8, 6/11, 6/29, and 7/4. Re your 
request for a "xerox from standard sources pf the precise standards and methods 
for spectroscopy and NAAs": I am simply not in a position to give the necessary 

time to such a request. It would not be just a simple trip to the library. I 
have no idea if such a document exists, or (if it does) where to find it. I 
would have no easy way of knowing if anything I found was good and current, and/or 
relevant to 1964 tests. From my experience, scientific tests da are not evaluated 
by comparison with abstract or general standards. If there are such standards 
for use in court, Jim would know about them, not me. 

As I told you in my 6/4 irx letter, I don't see how I can help unless I have 
the actual data. If there is something fishy about the FBI tests, it may well be 
subtle and its detection might require someone with background and experience in 
picking out scientific fudging (which I do have) who can look at it closely, in 
consultation with someone with specific experience in NAA and spectro. I think 
that the least efficient way to reach an understanding of what the FBI did would 
be to draw up general standards for such tests and only then look at the actual 
data. On the other hand, the FBI's work may well be deficient in many minor ways 
which might turn out to be iHxigxf insignificant, although they might cause the 
FBI's praEM work to be technically unsatisfactory. 

Sincerely, 

f&L 

PLH 



